THE SUN AS AN ARTIST
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Modern photography employs a vast array
of apparatus, photographic emulsions and
chemical formulas. Indeed a photographic
studio bears a close resemblance to a well-
equipped chemical laboratory. The lens is
the most important of the mechanical de-
vices, as by its control of light rays the im-
age is focused to sharp definition in a plane
occupied by the plate. It is the refrangi-
bility of the rays that makes focusing pos-
sible. Reflected from an object and passed

NITRATING  SILVER

Weighing bars of silver bullion. (The Kodak people use one-
twelfth of all the bar silver produced in the United States.) The
bars are dissolved in nitric acid, forming silver nitrate in solution,
which is evaporated to the point of crystallization in the large
porcelain bowls shown in the middle picture. The porcelain
basket at the right contains about 1000 ounces of the large, white

crystals of pure silver nitrate removed from the evaporators.

when exposed to light have been utilized
to give us the waterproof glues and cements
used where an impervious adhesive is re-
quired. During the Great War photog-
raphy even recorded the skill of the
aerial machine-gunners. Cameras con-
structed in the form of machine-guns
were aimed andt fired at training planes,
and the photographic image showed clearly
where the shots from service guns would
have gone. The photograph showed the
target plane in position as related to crossed
lines representing the point aimed at.
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through a lens they are refracted according
to the shape of the leas and the nature of